C. H. LYDALL (A’20) who recently went 
to London, England, with the firm of Merz 
and McLellan, has returned to the United 
States and is now with Sargent and Lundy, 
Inc., Chicago, Ill. 


I. D. Brock (A’34) formerly with the 
Buffalo, Niagara, and Eastern Power Corpo- 
ration, Buffalo, N. Y., is now with the 29th 
pursuit squadron at Albrook Field, Canal 
Zone. 


Crossy FIELD (A’14, F’22) vice president, 
Brillo Manufacturing Company, Brooklyn, 
N. Y., has been appointed a member of the 
committee on unemployment of The Ameri- 
can Society of Mechanical Engineers. 


W. J. Rey (A’23) who lately has been in 
Ober-Arth, Switzerland, is now assistant 
electrical engineer, national park service, 
Department of Interior, Washington, D. C. 


F. P. LAWRENCE (A’25) general plant 
manager, New York Telephone Company, 
has been transferred from New York, N. Y., 
to Albany, N. Y. 


J. B. Harris, Jr. (A’17) formerly presi- 
dent of Harris and Butler, Philadelphia, Pa., 
is now connected with the Rumsey Electric 
Company in that city. 


THEODORE VARNEY (A’05) until recently 
a consulting engineer with offices in New 
York, N. Y., has accepted a position with 
Aluminum Limited, Montreal, Que., Can. 


A. H. Harvey (A’29) sales engineer, In- 
niss and Riddle (China) Ltd., has been 
transferred from Hongkong to Shanghai, 
China. 


L. H. C. BEERSTECHER (A’19) manager, 
International General Electric Company, 
Inc., formerly at Soerebaia, Java, Dutch 
East Indies, is now at Batavia, Java. 


A. H. Brown, Jr. (A’33) until recently 
in Cleveland, Ohio, is now with the 
American Transit Association, New York, 
N. Y. 


W. T. LAWRENCE (A’32) of Chicago, Ill., 
has accepted a position as sales engineer with 
the Automatic Electric Company in New 
York, N. Y. 


Sır ARCHIBALD Pace (F’29) formerly 
general manager of the British Central 
Electricity Board, London, England, has 
been appointed chairman of the board. 


G. E. Rorstron (A’380) General Cable 
Corporation, has been transferred from 
Rome, N. Y., to New York, N. Y. 


R. B. MacLaucuutn (A’32) Acme Meter 
Service Corporation, has been transferred 
from Philadelphia, Pa., to Boston, Mass. 


G. F. RUCKER (A’32) is now a service en- 
gineer with Leeds and Northrup Company, 
Los Angeles, Calif. 
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P. F. Munxasy (A’33) of Bridgeport, 
Conn., is now working with the U. S. Coast 
and Geodetic Survey, Panama City, Fla. 


J. E. PEEK (A’32) acoustical engineer, 
Oklahoma City, Okla., has formed the Film 
Speaker Company in that city. 


M. B. STEELE (A’28) sales engineer, Steel 
and Tubes, Inc., has been transferred from 
Cleveland, Ohio, to Boston, Mass. 


Obituary 


GEORGE ANSON HAMILTON (A’84, M’84, 
F’13, HM’33, and member for life) Eliza- 
beth, N. J., died January 10, 1935. He was 
one of the 6 living charter members of the 
Institute, and the last surviving member 
of the original committee of 5 on organiza- 
tion. Mr. Hamilton was born at Cleveland, 
Ohio, December 30, 1843. He became in- 
terested in electricity, and built a small tele- 
graph line for himself at Limaville, Ohio. 
In 1861 he became a messenger at Salem, 
Ohio, but 2 months later was made manager 
of the Ravenna office of the Atlantic and 
Great Western Railroad. Illness forced 
him to relinquish this position in 1863, but 
upon his recovery he went to Pittsburgh, 
Pa., as operator and manager of the Inland 
Company. Two years later he became 
manager of the office at Franklin, Pa., of 
the United States Telegraph Company, re- 
turning to Pittsburgh in 1866 as chief opera- 
tor and circuit manager and remaining 
there until 1873 when the company was ab- 
sorbed by the Western Union Telegraph 
Company. During 1873-75 he was assist- 
ant to Prof. Moses G. Farmer of Boston, 
Mass., who was engaged in the manufacture 
of general electrical apparatus and machin- 
ery and who later became an Honorary 
Member of the Institute. This work af- 


forded him an opportunity to secure valu- 


able practical knowledge of mechanics and 
to participate in many electrical experi- 
ments in telegraphy and other develop- 
ments. In 1875 Mr. Hamilton was called 
to New York, N. Y., as assistant electrician 
to the Western Union Company. During 
the next 2 years, with Gerritt Smith, he 
participated in the establishment of the 
first quadruplex telegraph circuits to be put 
into operation, and with Mr. Smith was also 
the first to introduce the system in England. 
Upon his return to this country he carried 
out experiments preliminary to establishing 
the wheatstone high-speed automatic system 
in this country. In 1889 Mr. Hamilton 
accepted a position with the Western 
Electric Company, New York, N. Y., su- 
pervising the department for the production 
of fine electrical instruments. He retired 
in 1909. In addition to having been a 
charter member of the Institute and active 
in its organization plans, he served as the 
Institute’s first vice president for the term 
1884-86, and was a member of the first 
committees on editing and permanent 
quarters. From 1895 to 1930 he served the 
Institute as national treasurer, and in 1933 


was elected an Honorary Member. He was 
a member of the Edison medal committee 
1908-30, and of the executive committee 
1914-30. Mr. Hamilton was a member of 
the Institution of Electrical Engineers 
(Great Britain), Société Francaise des Elec- 
triciens, Société Francaise de Physique, and 
Société Belge d’Astronomie. 


Tuomas Aucustus Watson (F’15) re- 
tired, Boston, Mass., died at his winter home 
in St. Petersburg, Fla., on December 14, 
1934. He is famous as the first person to 
receive a message over the telephone. Doc- 
tor Watson was born at Salem, Mass., Janu- 
ary 18, 1854, and attended schools there 
and at Massachusetts Institute of Technol- 
ogy. In 1875 Alexander Graham Bell 
(A’84, M’84) inventor of the telephone, who 
died in 1922, employed Doctor Watson to 
work withhim. The first successful appara- 
tus was made by Doctor Watson, and it was 
over this that the inventor spoke the first 
telephone message, ‘Watson, come here; I 
want you.” As superintendent of the first 
Bell Telephone Company he did much of the 
engineering work during the period 1877- 
81, designing calling and switching appara- 
tus and other mechanical and electrical de- 
vices. Doctor Watson was principally re- 
sponsible for the substitution of the all-iron 
diaphragm for the membrane with a piece of 
iron at its center, and he also experimented 
to find the best size and thickness for the 
diaphragm and the effect of a closed cham- 
ber behind it. The universally-used polar- 
ized-armature telephone bell is credited to 
Doctor Watson, as is also the repeating 
coil used in producing a phantom circuit 
between metallic conductors and ground. 
After leaving telephone development work 
in 1884 he became a member of the ship- 
building firm of F. O. Wellington and Com- 
pany, and from 1900 to 1903, when he re- 
tired, he was president of the Fore River 
Ship and Engine Company. He received 
the honorary degrees of master of arts, 
Union College, 1919; doctor of engineering, 
Stevens Institute of Technology, 1921; 
and doctor of sciences, University of New 
Hampshire, 1929. Doctor Watson was also 
a member of the American Association for 
the Advancement of Science. 


W. Roy McCanne (A’19) president and 
general manager, Stromberg-Carlson Tele- 
phone Manufacturing Company, Rochester, 
N. Y., died November 5, 1934. He was 
born at Jacksonville, Mo., December 29, 
1878. In 1897 he entered the office of 
Charles H. Ledlie, a civil and electrical en- 
gineer of St. Louis, Mo., and while there as- 
sisted in the construction and operation of 
the Kinloch Telephone Company’s exchanges 
in St. Louis and its toll lines in Illinois and 
Missouri, together with similar work for 
other telephone and power companies. In 
1905 the group controlling the Kinloch 
properties became interested in the Strom- 
berg-Carlson Company, and Mr. McCanne 
was sent to Rochester. The following year 
he was elected treasurer and director of the 
company. For a short time, 1911-12, he 
was with the Eastman Kodak Company, 
Rochester, but returned to the former com- 
pany as general manager. He was elected 
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president in 1924, in which year, with his 
direction, the company expanded to produce 
radio receivers. Recently he was one of 
those to confer with officials in charge of the 
government’s industrial control program 
relative to the radio industry. 


ALFRED W. KIppLe (A’05) patent attor- 
ney and senior member of the law firm of 
Kiddle, Bethell, Montgomery, and Halbert, 
New York, N. Y., died January 7, 1935. 
He was born at New York August 9, 1865, 
and studied at the College of the City of 
New York and Columbia University, re- 
ceiving the degree of bachelor of laws from 
the latter. In 1887 he was admitted to the 
bar, after having been employed in the pat- 
ent department of the Edison Electric Light 
Company since 1883. After admission to 
the bar he made a specialty of patent law, 
preparing numerous applications for pat- 
ents on electrical inventions and including 
also litigations involving electrical patents. 
He had served as special counsel to the City 
of New York on patent cases. During the 
period 1919-26 he was a member of the 
library board of the United Engineering 
Societies, now the United Engineering 
Trustees, Inc. Mr. Kiddle was a fellow of 
the American Society of Civil Engineers, 
and a member of the American Bar Associa- 
tion, American Patent Law Association, 
New York Patent Law Association, Asso- 
ciation of the Bar of the City of New York, 
and other organizations. 


PHILANDER Norton (A’l11) assistant 
to the president, Bell Telephone Labora- 
tories, Inc., and editor, The Bell System 
Technical Journal, New York, N. Y., died on 
January 10, 19385. He was born at Elmira, 
N. Y., March 2, 1882, and was a graduate 
of Princeton University, receiving the de- 
grees of bachelor of arts in 1907, master of 
arts in 1908, and electrical engineer in 1910. 
In the latter year he was employed in de- 
velopment work by the laboratories of the 
Western Electric Company in New York, 
this organization later becoming the Bell 
Telephone Laboratories. Among the de- 
vices on which he worked were ringing sys- 
tems for party lines and protective appara- 
tus, and to him is credited the automatic 
ringing system commonly used. At the 
time of the World War he was engaged 
in the production of vacuum tubes and 
also on methods for submarine detection. 
In 1920 he was placed in charge of the 
testing of new telephone apparatus, and 
5 years later, with the organization of 
the Bell Laboratories, was appointed as- 
sistant to the president. Since 1929 he 
had been editor of the journal. 


WILLIAM CoRBIT SPRUANCE, JR. (A’06, 
M’07) vice president and director, E. I. du 
Pont de Nemours and Company, Wilming- 
ton, Del., died January 9, 1985. He was 
born at Wilmington, September 26, 1873. 
In 1890 he graduated from the Friends 
School at Wilmington and entered Princeton 
University, where he studied civil and elec- 
trical engineering, receiving the degree of 
electrical engineer in 1895. After a short 
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time in the apprentice course of the West- 
inghouse Electric and Manufacturing Com- 
pany, East Pittsburgh, Pa., he was em- 
ployed in the office of Montgomery Waddell 
(A’88, M’88, and member for life) a consult- 
ing engineer, where he worked on the de- 
sign and construction of meters, etc. Fol- 
lowing this he was employed by the Wil- 
mington City Electric Company, and in 
1899 opened office as a consulting engineer, 
being concerned with electrical work for the 
du Pont Explosive Company and subsidia- 
ries. During the World War he served in 
the ordnance reserve corps and was com- 
missioned a colonel. In addition to his 
Institute membership Colonel Spruance was 
a member of The American Society of Me- 
chanical Engineers, the American Institute 
of Mining and Metallurgical Engineers, the 
American Academy of Political and Social 
Sciences, and the Franklin Institute. 


Dana Pierce (A’ll, F’28) president, 
Underwriters Laboratories, Inc., Chicago, 
Ill., died on December 18, 1934, in Atlantic 
City, N. J. He was born at Claremont, 
N. H., April 11, 1871, and received the de- 
gree of bachelor of arts from Amherst Col- 
lege in 1892, subsequently taking special 
work at Cornell and Johns Hopkins univer- 
sities. From 1900 to 1906 he was an in- 
structor in physics at Pratt Institute, 
Brooklyn, N. Y., and from then until 1916 
was an engineer in the Underwriters Labora- 
tories. In 1916 he became vice president 
of the laboratories, and president in 1923. 
Mr. Pierce was chairman of the electrical 
committee of the National Fire Protection 
Association for 10 years, and for 2 years, 
1926-28, was president of that association. 
He was active in work on standards and 
codes for testing and for safety in electrical 
engineering. 


WILLIAM MCLELLAN (A’08, F’13) consult- 
ing engineer, Merz and McLellan, New- 
castle-upon-Tyne, England, died on De- 
cember 12, 1934. He was born at Kircud- 
brightshire, Scotland, in 1875, and studied 
at what is now Liverpool University, 
Liverpool, England. The partnership was 
formed in 1899 and carried out a number of 
power and railway electrification projects, 
including work in South America, India, 
and Australia, as well as in England. 


DonaLp P. MeNitrt (A’27) consulting 
engineer, St. Louis, Mo., died during 1934, 
according to word recently received at In- 
stitute headquarters. He was born at Red 
Cloud, Neb., November 25, 1894, and was a 
graduate of the electrical engineering course 
at Washington University, St. Louis. For 
a time he was employed by the LaPorte 
Water, Light, and Ice Company, LaPorte, 
Tex., and later by the Continental Motors 
Company and the Kelsey Wheel Company, 
both in Detroit, Mich. During 1918-20 
he was an electrician in the U.S. Navy. 
From 1921-27 he was employed by the 
Weckermeyer Electric Company, East St. 
Louis, and subsequently became chief elec- 
trical inspector in the department of public 
utilities, City of St. Louis. 
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Membership 


Recommended 
for Transfer 


The board of examiners, at its meeting on 
January 16, 1935, recommended the following mem- 
bers for transfer to the grade of membership in- 
dicated. Any objection to these transfers should’be 
filed at once with the national secretary. 


To Grade of Fellow 


Fairman, James F., E.E., Bklyn. Edison Co. Ince., 
Bklyn., Y. 

Stryker, Clinton E., chief engr., Fansteel Products 
Co. Ince., No. Chicago, Ill. 


2 to Grade of Fellow 


To Grade of Member 


Blanchard, Henry, valuation engr., The Bartlett 
Hayward Co., N. Y. City. 

Bradfield, Charles W., engr., Duquesne Light Co., 
Pittsburgh, Pa. 

Cook, Lee E., E.E., Texas Pwr. & Lt. Co., Dallas. 

Gorton, W. V. : salesman, Westinghouse E. & M. 
Co., Toledo, Ohio. 

Gulliksen, Finn H., E.E., Westinghouse E. & M. 

E. Pittsburgh, Pa. 
Lankford, Charles H., 
, St. Louis, Mo. 

Love, wr S., foreman, Niagara, Lockport & On- 
tario Pwr. Co., Olean, N. Y. 

Mettendorf, Harry A., supt., Board of Light Com- 
missioners, Westfield, N. J. 

Reisig, Carl F., supervisor of stations, Niagara 
Falls Pwr. Co., Niagara Falls, N. Y 

Rockwell, Edward W. ., engr., Mctcopclitan Water 
District of Southern Calif., Los Angeles. 

Smith, Victor G., asst. prof. of E.E., Univ. of 
Toronto, Toronto, Ont. Canada. 

Sparks, Robert, instructor in mathematics and 
astronomy, Hartford Public High School, 
Conn. 

Wahl, F. S., general supt., Tonawanda Pwr. Co., 
No. Tonawanda, Y. 

Work, Hans, R., lecturer of E. E., Tallinna Tehni- 
kum, Tallinn, Estonia. 


14 to Grade of Member 


sales engr., Century Elec. 


Applications 
for Election 


Applications have been received at headquarters 
from the following candidates for election to mem- 
bership in the Institute. If the applicant has ap- 
plied for direct admission to a grade higher than 
Associate, the grade follows immediately after the 
name. Any member objecting to the election of 
any of these candidates should so inform the 
national secretary before Feb. 28, 1935, or April 
30, 1935, if the applicant resides outside of the 
United States or Canada. 


Ackerlind, E., r Poly. Inst., Bklyn., N. Y. 

pad Ni F. A , Sullivan Elec. Co., Cincinnati, 
io 

Anderson, J. E Gen. Elec. Co., Cleveland, Ohio. 

Anderson, L. D., R.C.A. Victor Co., Camden, N. J. 

anon Ty: D. E 429 Oakwood Ave. , E. Aurora, 


Applegate, = E., 92 Heck Ave., Ocean Grove, N. J. 
At Lee, R. Y , Am. Dist. Tel. Co., N. Y. City. 
Baird, T., 402 Pine a Boulder, Colo. 

Bengel, J Y. E., N. ” Central R.R., Weehawken, 


O. (Member), Metropolitan Water Dist. 
of So. Calif., Los Angeles, Calif. 

Bittel, H. C., Cato, N. Y. 

Blade, E. , Jobn Catillon & Sons, N. Y. City. 

Bonheimer, H. E., Cleveland Elec. Ilum. Čo., O. 

Brown, J. É., Humble Oil & Refining Co., Houston, 
Texas. 

Brown, M. T., Mohawk Mfg. Co., Detroit, Mich. 

Campbell, H. A., Consolidated Aircraft Corp., 
Buffalo, N. Y. 

AR J. D., Gen. Elec. Co., Schenectady, 

Carmean, J. H., Kansas City, Mo. 

Cary, 5. P., Buffalo Bost Co., N. Tonawanda, N. Y. 

m A A À., Chapman Elec. Co. Ltd., Yorkton, 
as. 

an i R. B., ‘Hilscher-Clarke Elec. Co., Canton, 

io. 
Cobine, J. D., Harvard Engg. School, Cambridge, 


Mass. 
Collonge, P. J., 
McGill. 

Compton, J. W., Rocky Gap, V 

Condon, E. S. (Member) Maydwell & Hartzell 
Inc., Pasadena, Calif. 

copelen? L. W., Wadhams Oil Co., 


is. 

Cotter, H. G., Toledo, Ohio, 

Credle, A. B., Clemson Col., Clemson ore S. C. 
Currier, T. H., Natl. Lead Co., N. Y. City 


Nevada Consol. Copper Co., 


Milwaukee, 
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